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~._» HERE is avery well founded theory, that an ex. 
. tremely close relationship exists, between the electri. 
) cal spark, and the well known “Spark of Life” 
_“__~While the exact relationship is not actually known, 
numerous experiments and continued laboratory research 
have proven that electricity, properly controlled and applied 
to the body by certain means, will give stimulus to the vita] 
organs and help them create a barrier of resistance to the 
inroads of age, and disease and check loss of vitality. 


Controlled Electricity 


Controlled electricity is the most modern means of aiding 
Mother Nature in her wonderful work of renewing health, 
easing pain and attacking the ravages of disease. 


The VIRACOR H.F.1 High Frequency Violet Ray Genera- 
tor is the final answer to many difficult experiments and long 
scientific study and research to find the best method of 
applying controlled electricity for this purpose. 


With this wonderful machine, you can aid Nature in your 
ownhome. No special experience or knowledge of electricity 
is necessary. It is simple to operate and easy to handle. 
You just follow the directions, which come with each ma- 
chine, and are given in plain non-technical language. 


What the Viracor H. F. 1 Does 


In the High Frequency Violet Ray the electrical oscillations 
ae of so great a speed that there is only a pleasing warm 
sensation, no shock or other disagreeable feeling. The Ray 
is highly invigorating and a great benefit to the entire human 
body. Through the specially vacummed glass electrodes, 
heat and ozone are generated and the electrical energy se" 
deeply into the body reaching every cell and tissue. 1€ 
action of these three elements are positive and are a sure 
marnod of relieving pain and building up of depleted nerve 
and weak or sluggish organs. 


ee, Wicacos HF] High Frequency Violet Ray by 'ts gd 
rh sian qualities, goes far into the tissues ane 
anzes the blood thru cellular massage, thus increas! 


Pate Twa 





a 


. 






IT 
hi 











circulation, causing a warm flow of revitalized blood to 
surge thru the body dispelling fatigue, relieving pain and 
attacking the disease germs which are present in everyone’s 
body. When it is applied to any portion of the body, no pain 
or any but the most pleasing and soothing sensation is felt. 


Not Only For the Sick 


The Violet Ray is not to be thought of only as an aid to the 
sick or injured, but even though you are perfectly well and 
healthy it will act as a check on reduced vitality and pre- 
vent illness and keep you in perfect health. 


Use it for the sick or well, men or women, boys or girls, 
infants or the aged, with the feeling of safety and the 
assurance that only good can come from its use. 


High Frequency Violet Ray treatments and massage 
are endorsed, prescribed and used by Doctors, Hos- 
pitals, Sanitariums, and 
Beauty and Hair Spec- 
ialists. 


As a Germicide 


The VIRACOR H.F.1 has 
a germicidal action be- 
cause it generates Ozone. 
Therefore, frequent ap- 
plication will greatly help 
to ward off disease and in- 
fection and generally tone 
up the entire system. 


For Beauty and Rest 


A few minutes a day with 
the VIKACOR HH. Ff. l, 
combined with your fav- 
orite facial cream, will 
keep the skin soft and 
smooth, and prevent pre- 


mature wrinkles. The cheeks will have that youthful, 
healthy glow so much to be desired. 
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hat tired and fagged 

the end of the day you have t fagged out 
eine use your VIRACOR H.F.1 for a few minutes, and 
you antl be refreshed for an evening of pleasure and con- 


tentment with your family, friends, or a book. P 


Beneficial and Harmless 


There is no need to be afraid of this wonderful Ray, it can- 
not harm you, merely follow the general directions, and the 
more you use your VIRACOR, the more you will realize 
the great value and benefits you will derive from its use. 
Study your own self, and you will find more and more use 
for your VIRACOR, and soon realize what a wonderful 
aid to the human race controlled electricity is, when used 
by means of the VIRACOR H.F.1. 


Some of the most import- | 
ant benefits which your 
VIRACOR will bring you 
are increased blood cir- 
culation, normalized meta- 
bolism, soothed nerves, 
stimulated glandular ac- 
tivity, restored energy, 
improved digestion, rest- 
ful sleep, and a general 
revitalization of the entire 
system. All this can be 
accomplished if you will 
consistently and intelli- 
gently use your VIRA- 
COR. 


While we do not maintain 
that the VIRACOR is a 
cure-all,” we do main- 
tain that the High Fre- 
quency Rays which it 
generates is a wonderful : 
aid in greatly relieving and shortening the eal 
nits Ssease if used consistently, soon proving, moe cy 
© humanity it is. The use of High Freaue? 
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Electrical Current is a 
great benefit to all living 
matter, it builds up the 
forces of nutrition and 
general health, giving that 
much required ‘‘vim and 
vigor’’ which is so vital, 
to be able to cope with 
the swift progress of life 
today. 


Aids the Work of 


Nerve Centers 


The Spinal Cord is an ex- 
tension of and is directly 
connected to the brain. It 
is encased in the sectional 
bone structure called the 
spinal column or the spine. 
The spinal cord is the main nerve of the body and from 
it, branch nerves go to each and every part of the body and 
its many organs. The nerve network may be compared to 
an electrical system and just as any trouble on the electrical 
system is recorded in some manner on the meters of the power 
houses, any trouble in the body is recorded in the meter of 
the body, the brain. This recording of trouble is called 
pain and designates the place where the ailment is located, 
Warning the body that some organ of the body is not 
functioning properly. 





Pain or tenderness at any point along the spine indicates 
that the organ affected or controlled by that particular nerve 
branch requires attention. Both the spine and the affected 
organ should be treated. In most cases, the use of the High 
Frequency Violet Ray treatments, show exceptional results. 
The Violet Ray stimulates these nerve centers and the stim- 
ulation sent thru the branch nerve track to the affected 
Organ—increasing its activity and causing it to regain its 
normal tone and resume its duties. When this is accom- 
plished the body is freed from the pain and distress caused 
by that particular ailment. 
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CATARRH (Nasal) Use Electrode No. 1 over external area for five 
minutes on each side, followed by treatment with Ozone Generator No. 28. 


CATARRH OF WOMB-—-Use vaginal Electrode No. 24 or 26, five minutes 
daily. Use a good lubricant. Mild current. 


CHILBLAINS~— Use Electrode No. 4. Wash feet thoroughly in warm 


water, thoroughly dry, apply carbolated vaseline, treatment about ten 
minutes on each foot. 


COLD HANDS or FEET— Use Electrode No. 2 or 4, from five to ten 
minutes two or three times daily. Use strong current. 


COLD IN HEAD—Samie treatment ar for nasal catarrh. 
COLD IN LUNGS—Same treatment as for asthma. 


CONSTIPATION—Use Electrode No. 1, massage the entire abdominal 
region at first directly in contact with the skin, later followed by a short 
spark over the same area. Ten minutes daily at first, ten two or three 
times a week. In particularly stubborn cases the use of rectal Electrode 
No. 17 properly lubricated, three to five minutes. 


CORNS—Use Fulguration Electrode No. 25 for 10 to 25 seconds daily. 
Care should be used to apply spark on the hard tissue only and not on the 
surrounding area, then Electrode No. 18 for three minutes. 


DANDRUFF—Hot oil shampoo 
before starting treatments. Use 
Electrode No. 3, the same asa 
comb, treating three to five 
minutes every two or three days 
(do not use in connection with 
hair tonic containing alcohol). 


DEAFNESS, EARACHE,ETC. 
—Apply ear Electrode No. 11 
about three minutes daily, fol- 
lowed by use of electrode No. 1 
in back of the Ear and over 
side of face. 


DIABETES — Use Electrode 
No. 1 or 2 over the abdomen 
and spine through a thin cloth 
or towel, apply strong current 
about ten minutes daily. Com- 
plete results should not be ex- 
pected for several months. Diet 
rust be observed, and it is 
suggested that you consult a 
competent physician. 


DYSPEPSIA—Use Electrode 
No. 1 of 2 over the stomach 
and entire abdominal region, 
using a strong current for about 
ten rirutes daily. 
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OBESITY-—-Use Electrode No. 1 or No, 2. Apply to affected parts 
consistently. Begin with a medium current and increase to full power. 
Rigorous diet, exercise and personal hygiene must, of course, be observed. 
Fats will be consumed by increase of oxidation. Treatment 15 minutes 
twice daily. 


PARALYSIS—Use Electrodes No. 1 or No. 2. Treat paralyzed muscles, 
employing a current strong enough to produce a half or three-quarter 
inch spark. Part of the time keep the applicator in contact with the skin 
and part of the time raise it above the surface to get effective spark. 
Treat as directed by physician. 


PROSTATIC DISEASES—Use Electrode No. 22. Oraficaly and elec- 
trode No. 1 or 6 on spinal area. This most distressing ailment, common 
to so many men of middle age, is one in which the high frequency current 
is almost a specific. 


Medical authorities agree that more than 60% of all men past middle 
age (many much younger) are afflicted with a disorder of the prostate 
gland. Aches in feet, legs and back, sciatic pains, and impotence are some 
of the signs. No man should approach the prime of life content to regard 
these pains and conditions as inevitable signs of approaching age. The 
VIRACOR may be used to restore youthful health and vigor and to restore 
the prostate gland to its proper functioning. 


In treating the Prostate through the rectum place the patient on one side 
in the Sims’ position with the knees well drawn up. Electrode No. 22 


well lubricated, is then inserted in the rectum about six inches with the 
depression in the tube turned toward the front or anterior wall of the 
rectum so the gland rests into depression for best results. In Prostatic 
diseases of all kinds the High Frequency current has proven most effica- 
cious. The duration of each treatment is three to five minutes. Extra- 
ordinary results are accomplished in all of Prostatic diseases. Enlarged 
Prostate should show improvement from the very first—about two to 
three treatments a week. Treatment by or under direction of a physician 
is advised. Sarne treatment for Senile hypertrophy, impotance, etc. Two 
or three treatments a week then skip a month. 


PLEURISY—Use condenser Electrode No. 2 over the front and back of 
the chest until a marked reddening of the skin indicates a counter irrita- 
tion. Two or three daily treatments are necessary in acute cases and one 
daily in chronic cases. Duration 5 to 10 minutes. 


RHEUMATISM—Use Electrode No. 1, No. 2 or No. 4. High Frequency 
currents are of exceptional value in muscular and in chronic articular 
rheumatism. The pain will be relieved by application of High Frequency 
massage, using lubricant, if necessary. Follow with faitly strong spark 
until pronounced redness is produced. This treatment persistently fol- 
lowed has in many cases resulted in a cure, While some relief may be 

im one treatrnent, but permanent cure requires much time and 
patience. Treatrnent 10 to 15 tninutes daily, 


RINGWORM — Use Electrode No, 1 and apply short sparks. A medium 
current is sufficient. Move the electrode so as to cover the entire affected 
area. Treat two or three times a day, then skip a day, 
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The VIRACOR H. F. 1 Generator 


Made of the finest materials obtainable 
scientifically designed, expertly manufac- 
tured and carefully assembled. 


It is pleasing to the eye, easy to handle, safe 
and simple to operate. 


EQUIPMENT: 

8 feet of Art Silk Cord and Bakelite plug, 
attached, ready to plug into your light 
socket or base board receptacle. 3 glass treat- 
ment electrodes. 


No. 1—General utility electrode, for use on 
head, face, or body. 


No. 3—Comb type electrode, for use on scalp 
or spine. 


No. 4—Throat electrode, for use on throat, 
arms, limbs and other curved parts 
of the body. 


Comes packed in a _ beautiful Lacquered 
Leatherette covered case, lined with royal 
purple Art Satin. Has neat compartments 
for storing the electrodes and instruments. 


Price Complete — $ FZ.50 


Equipped for standard current (105 to 120 volts A.C. or D.C.) (Can be supplied for 
other voltages at a small advance in price.) 


The cost of operating the Viracor H.F.1 Violet Ray Generator is negligible as the 
electric current consumed amounts to less than one cent per hour. 


General Instructions as to Use and Care 


of Instrument 


See that Knob is turned to OFF position. 
Turn gently to left as far as possible.) 
Insert Glass Electrode in holder at small end of the instruments, and see that 
the Electrode is approximately body temperature. 
in receptacle or socket and turn on current. 
ob to right until a mild current is flowing through the Glass Electrode. 

ly and withdraw Electrode with a quick movement direct to part of body 
to - (This will prevent the patient from feeling the discharge which 
aie} when the Electrode is brought in contact with or withdrawn from the 

y 


9 ogi Po okag of the High Frequency Ray to proper strength by turning knob 
to the right. 
Follow instructions as given in the book. 
All Electrodes for internal (orificial) treatments should be thoroughly lubricated 
with vaseline or other lubricant, and after insertion should be kept constantly 
im motion to prevent the glass electrode from sticking to the membranes. Turn 
current on after inserting of Electrode. 
Under no circumstance should internal (orificial) treatments be taken or given 
without first consulting a physician and have him either give the treatment or 
rate the exact course you should follow. This also applies to any serious 

disease, infection or an acute condition. (A number of the treatments described 
are given for the use of the physician yond 

treatment is completed turn the knob to OFF position (to the left), remove 
on from socket or receptacle, clean and sterilize electrode and return electrode 

instrument to the case. 

It is not the purpose of the YVIRACOR High Frequeney Violet Ray Generator 


to re tp the services and attention of a competent physician, but is to be used 
Comune 


itt tion with arid in many cases under his supervision and direction, 
f tréatmnent i¢ of more than 15 minutes’ duration, treat for 15 minutes and then 
the generator to cool off for 10 minutes before continuing the treatment, 
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DONT’S 


1. DON’T use instrument near a radiator in the bathroom, with wet hands 
connection with a liniment, tonic or other medicant containing alcoh . S$, or in 
highly inflamable ingredients. cohol, or other 


2. DON’T make contact with the glass electrode on a metal s ; 
rent is turned on. urface while the cur- 


3. DON’T twist or kink the cord. 


4. DON’T wait until the cord is entirely worn out, have it r 
eet ; epaired w 
signs of wear. paired when it shows 


5. DON’T attempt to repair the instrument yourself. Should it b 3 
sell. eco 

order, send it back to the factory prepaid. A small charge will be whats Pa = 

pairs and adjustments after the guarantee has expired. ” 


. 'T fail toh I iit ok es 
6 Bence. o have glass electrode well lubricated when giving internal (orificial) 


ip DON'T try to be your own physician. If you have an acute or exceptionally 
infectious disease Or ailment, see your physician and he will prescribe for you 
and very likely advise you as to how to use your VIRACOR to the best advantage 
in your particular case. 


Ozone Generator 


This Electrode is designed for direct 
medication and treatment of nasal 
and throat ailments. It generates 
large quantities of ozone. A very 
faint blueish vapor, composed mainly 
of oxygen, a gas in which few germs 
can live. This gas is formed by pass- 
ing high frequency electricity thru 
the air and in its self, is- very beneficial. 
Together with the inhalant excep- 
tional results may be obtained in 
cases of Catarrh—Asthma—Hay Fev- 
er—Bronchitis—Influenza and in fact 
almost any condition affecting the 
respiritory organs. The vapor reaches 
every cell destroying germs and sooth- 
ing the inflamed tissues. 


Attach glass Nasal (D) or Mouth Ap- 
plicator (E) to rubber hose (B) then 
attach other end of rubber hose to part 
designated as No. 1A then attach 
rubber bulb (C) to part designated as 
No. 2A, then remove the cork No. 3A, 
and using the glass funnel (F) fill the 
chamber (1/5) one-fifth full of inhal- 
ant (G) replace the cork and then insert 
the generator (A) into your VIRACOR 
; H.F.1 Violet Ray machine. Then the 


current is turned on. The left hand is then put around the H.F.1 Generator while the 
other hand actuates the pressure blub at convenience. The nostrils are placed over or 
right against the nose-piece and the ozone is forced down through the nose into the 
lungs by pressing the bulb. The inhaling of the ozone should be deep and the air 
completely exhaled before taking another breath. Inhalation may also be made through 
the mouth by changing the nose-piece for the mouth-piece. 


The inhalant solution contained in the upper chamber of the generator washes the 
comme as it bubbles through it, allowing particles of ‘t to be carried along in the form 
of vapor. This inhalant solution is a splendid combination of oils which have a sooth- 
img effect upon the membranes and grealy assists in healing. 


ny 18--Ozome Generator comes equipped with the Generator Electrode, : 
tachment; glass rnouth attachment; glass funnel; rubber connecting hose; 
pressure bulb and a one ounce bottle of specially prepared inhalant. 


| 14) ae | $12.50 
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VIRACOR ELECTRODES 
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Electrode 


i 
eo EE RIESE CESS! 
j acial massage a g 
+reaatrmrent 7 ~ 
rreatmen j up 
+ hee I a a 
v ikKA COR a _ _- - 
STator 
c —_ - 
No. 2—-Condenser Electrode $3.0 
Gives an exceptiona trong 
rent Used for deep seate 
ments such as rheumatism or lur 
pago. 
; ? : 
No. 3—Comb or Rake 
- fod 
Electrode » Fae S 
ee ecalnm and hair treatmaear - 
ror sca / @£iU iiciil —— siccil = 
may be used on the spine 
No. 4—External Throat 
rs a 
Electrode $1.0 
7 4-1 i nm - -_: a — 
For throat or othe urved part 
or tne podcy 


No. 5 Single Eye Electrode... $1.25 
No. 6 “Spinal Electrode $1.50 
For all spinal treatments. 


No. 7- Double Eye Electrode. $2.00 
No. 8—Small Cataphoric 
Electrode 2.25 
Has small indentation to hold cot- 
ton and Iliniment. 
No. 9—Large Cataphoric 
Electrode... $4.00 
Has place for cotton and liniment 
for lumbago, rheumatism, spr 


Sirie 
and wherever a liniment is used 
No. 10—Spatula or Tongue 
Electrode... $2.00 
No. 11—Insulated Ear 
Electrode $2.25 
For ear troubles of all kinds. 
No. 12—Special Metal 
Electrode $1.25 
Delivers a very strong current and 


used for indirect treatments. 
No. 14—Urethal Electrode... . $1.00 
No. 15—Plain Vaginal 


Electrode... $1.00 
No. 16—Plain Internal Throat 

Electrode $1.00 
No. 17——Plain Rectal 

Electrode $1.00 
No. 18—Corn Electrode $1.25 
No. 19—Insulated Nasal 

Electrode .. $2.00 
No. 20—-Insulated Internal 

Throat Electrode $2.00 
No. 21-——Insulated Urethal 

Electrode $2.00 
No. 22—-Insulated Prostatic 

Electrode $2.00 
No. 23-—Insulated Rectal 

Electrode $2.00 
No. 24—Insulated Vaginal 

Electrode $3.00 
No. 25--Cantery Electrode $2.00 


For removal of warts, moles and 
other growths 
No. 26 Special Perforated 
and Ineulated Vaginal 
Electrode $4.00 
Used for ovaritia, leucorrhesr, vagin 
itis and all inflamed conditions o 
the vaginia, Also asa mild germ 
cide The wperferations allow the 
onrone to he generated and liberate ' 
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